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ROSE __SHEININ APPOINTED VICE-RECTOR ACADEMIC AT CONCORDIA 
MONTREAL / June 12, 1989 --- Internationally respected researcher 


Rose Sheinin has been appointed Vice-Rector Academic at Concordia University 
effective September 1, 1989. Her term will run until May 31, 1994. 

A specialist in cancer research and DNA replication, Dr. Sheinin is 
currently Vice-Dean of the University of Toronto’s School of Graduate Studies. 
She replaces Dr. Francis Whyte, who left Concordia University last October to 
become Director-General of the Council of Ministers of Education, Canada. 

A distinguished teacher and researcher in the fields of physiology and 
biochemistry, Dr. Sheinin has taught at the University of Toronto for 25 years 
in the Departments of Microbiology, Medical Biophysics, and Microbiology and 
Parasitology. She served as Chair of the latter department from 1975 to 1982. 

She has been a Visiting Research Associate at the University of 
Cambridge and at Britain’s National Institute for Medical Research; a Senior 
Fellow at Massey College; a Research Associate Fellow at the Ontario Cancer 
Institute’s Division of Biological Research; and a France-Canada Exchange 
Fellow at the Institut de recherches scientifiques sur le cancer in 
Villejuif, France. 

Dr. Sheinin’s principal research interests are biochemical genetics 
and DNA replication; she has also been actively involved in biotechnology 
transfer to industry and in enhancing the role of women in all educational 


spheres. 
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She is a former member of the Science Council of Canada (1984-1987) 
and has served for many years as a scientific consultant to the Canadian 
Broadcasting Corporation. Dr. Sheinin has also served on the editorial boards 
of numerous publications, including the National Advisory Board of the 
Canadian otk ia and on the National Research Council Advisory Committee 
on Biotechnology. She is a member of the Advisory Committee of Science for 
Peace. 

Concordia’s new vice-rector has published extensively and lectured 
throughout Canada, the United States, Europe, Mexico, South America and 
Australia. 

In addition to her many research awards and prizes, Dr. Sheinin holds 
honorary degrees from Mount Saint Vincent University (1985) and Acadia 
University (1987). She is a recipient of the Government of Canada’s Queen’s 
Silver Jubilee Medal (1978) and a Fellow of the Royal Society of Canada 


(1981) . 
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Media representatives requiring additional information should contact Public 
Relations Director KEN WHITTINGHAM at (514) 848-4879. 


